AD-A246  268 


■  National  Dtifenaa 

IT  I  Daimce  national* 


INVESTIGATION  OF  ALPHA  PARTICLE  INDUCED 
SINGLE-EVENT  UPSETS  IN  CHARGE-COUPLED  DEVICES  (U) 


by 

G.T.  Pepper  and  A.  Fechete 


DEFENCE  RESEARCH  ESTABLISHMENT  OTTAWA 

REPORT  NO.  1114 


Canada 

92  2  19  096 


December  1991 
Ottawa 


92-04394 


1*1 


National  Defense 
Dsfenco  rationale 


INVESTIGATION  OF  ALPHA  PARTICLE  INDUCED 
SINGLE-EVENT  UPSETS  IN  CHARGE-COUPLED  DEVICES  (U) 

by 

G.T.  Pepper  and  A.  Fechete 

Nuclear  Effects  Section 
Electronics  Division 


DEFENCE  RESEARCH  ESTABLISHMENT  OTTAWA 

REPORT  NO.  1114 


PCN 
041 LS 


December  1991 
Ottawa 


ABSTRACT 


The  mechanisms  for  generation  of  single-event  upsets 
(SEUs)  in  a  linear  charge-coupled  device  (CCD)  were  studied 
through  irradiation  with  monoenergetic  5.48  MeV  alpha 
particles  from  a  very  low  flux  241Am  source.  Spatial 
correlation  ( "cluster"  analysis)  of  soft  errors  due  to 
single  alpha  particle  hits  was  demonstrated  to  be  a 
necessary  prerequisite  for  quantitative  analysis  of 
different  SEU  error-generating  phenomena.  The  Texas 
Instruments  TC-103  virtual  phase  CCD  used  in  this  study  is 
shown  to  be  sensitive  to  alpha  particles  not  only  in  the 
vicinity  of  photo-sites  as  expected,  but  also  in  the 
transport  CCDs  This  latter  effect  may  have  adverse 
consequences  for  applications  employing  CCDs  as  position- 
sensitive  ionizing  radiation  detectors.  The  techniques 
developed  in  this  work  for  the  analysis  of  one  dimensional 
arrays  is  readily  extensible  to  two  dimensional  CCD  arrays. 


RESUME 


Nous  avons  €tudie  les  m&chanismes  de  la  generation  des 
renversements  d'6v£nement  unique  (SEU)  dans  un  systdme  de 
transfert  de  charge  lin£aire (CCD)  en  se  servant  d'une  source 
de  radiation  Am-241  aux  particules  mono6nergetiques  de 
5.48  MeV. 

Nous  avons  d€montr£  que  la  correlation  spatiale  des 
erreurs  (molles)  due  Si  des  collisions  de  particules  alpha 
simple  etait  une  condition  prealable  necessaire  &  1* analyse 
quantitative  du  pourcentage  d'erreur  du  SEU.  L'appareil 
Texas  Instruments  TC-103,  CCD  cl  phase  virtuelle,  utilise 
dans  cet  etude  demontre  qu'il  est  sensible  aux  particles 
alpha,  non  seulement  pr£s  des  photo-sites  mais  aussi  dans 
les  voies  de  transport.  Ce  dernier  effet  peut  avoir  des 
consequences  negatives  si  nous  employons  ces  CCD  comme  des 
detecteurs  de  radiation  ionisante.  Les  techniques  que  nous 
avons  developpees  et  employees  pour  1' etude  des  CCD  & 
matrice  un-uni-dimentionnelle  sont  egalement  employees  pour 
les  CCD  Si  matrice  bi-dimensionnelle. 
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EXECUTIVE  SUMMARY 


Charge-coupled  devices  (CCDs)  find  wide  application  in 
military  and  commercial  imaging  and  sensor  applications. 
These  devices  are  used  extensively  in  satellite-based  remote 
sensing  systems.  Generation  of  errors  in  these  devices  can 
occur  by  the  interaction  of  ionizing  radiation  with  the 
semiconductor  material  of  the  CCD.  Since  the  output  of 
these  sensors  is  usually  of  consequence,  understanding  how 
ionizing  radiation  produces  errors  in  CCDs  is  of  great 
importance,  especially  since  the  data  artifacts  are 
indistinguishable  from  "real"  data. 

This  report  summarizes  the  experimental  and  analytical 
techniques  used  to  investigate  the  creation  of  errors  in  a 
linear  array  CCD  by  one  form  of  ionizing  radiation  - 
energetic  alpha  particles.  These  particles  are  not  unlike 
the  particulate  ionizing  radiation  that  space  vehicles  are 
subjected  to  in  the  near-earth  environment.  A  significant 
new  error  generation  mechanism  was  discovered,  in  the 
particular  CCD  used  in  this  study,  that  may  limit  the 
usefulness  of  this  CCD  in  some  critical  sensor  applications. 
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1.0  INTRODUCTION 


Charge-coupled  devices  (CCDs) ,  based  on  metal  oxide 
semiconductor  (MOS)  technology,  have  found  wide  application 
in  modern  commercial  and  military  imaging  and  signal 
processing  systems  since  their  introduction  by  Bell 
Laboratories  in  1970  [1].  Charge-coupled  devices  continue 
to  dominate  an  ever-increasing  variety  of  scientific  and 
engineering  applications,  ranging  from  detection  of  ionizing 
radiation  to  visible  light  spectroscopy  [2].  Over  the  past 
two  decades,  much  effort  has  been  expended  characterizing 
the  performance  of  CCDs  as  a  function  of  total  dose  [3-9]  in 
ionizing  radiation  environments,  especially  for  space-based 
applications.  Recently,  research  has  been  focused  on  the 
response  of  CCDs  to  soft  [10-13]  and  hard  [14-16]  x-rays,  as 
well  as  very  high  energy  charged  particles  [17-19]  for  use 
as  position-sensitive  detectors.  To  date,  however,  minimal 
effort  has  been  directed  towards  the  investigation  of  ion- 
induced  single-event  upsets  (SEUs)  in  CCDs  [20-22],  the 
subject  of  concern  of  this  report. 

Analogous  to  ion-induced  soft  errors  in  memory  devices, 
CCDs  are  vulnerable  to  the  passage  of  charged  particles. 

For  both  the  CCD  and  the  memory  device,  the  soft  error  rate 
is  dependent  upon  factors  such  as  the  cell's  dimensions,  the 
stopping  power  (dE/dx)  or  linear  energy  transfer  (LET)  of 
the  incident  ion  and  the  charge  collection  efficiency. 

Unlike  a  memory  device  which  has  a  critical  charge  (Qc)  that 
determines  the  logic  state  and  soft-error  threshold,  the 
analog  output  of  the  CCD  can  span  a  large  dynamic  range, 
typically  1,000:1  or  greater  [2].  Between  the  noise  floor 
and  saturation  level  of  the  CCD,  the  analog  output  signal 
varies  linearly  with  the  charge  collected  in  the  sensitive 
volume  [23].  Thus,  the  CCD  provides  a  unique  opportunity 
for  continuous  analog  domain  observation  of  charged  particle 
interactions  in  MOS  devices. 


The  use  of  CCDs  for  detector  applications  in  ionizing 
radiation  environments  poses  unique  problems.  Applications 
using  one  and  two-dimensional  CCD  arrays  for  imaging  and 
position-sensitive  ionizing  radiation  detection  rely  upon 
the  integrity  of  the  spatial  data  from  the  CCD.  Thus,  it  is 
important  to  characterize  and  quantify  the  CCD  output  in 
terms  of  false  events  and/or  corrupted  data  when  the  CCD  is 
subjected  to  an  undesirable  ionizing  radiation  background. 
Such  circumstances  are  typically  encountered  by  CCDs  used  in 
space-borne  systems,  where  adequate  device  shielding  cannot 
be  provided.  In  ionizing  radiation  detection  systems 
employing  CCDs,  the  radiation  which  is  detected  is  alsc 
capable  of  inducing  spurious  data  artifacts  in  the  CCD  via 
other  physical  mechanisms. 

In  this  report,  single,  monoenergetic  alpha  particle 
induced  SEU  effects  on  the  Texas  Instruments  (TI)  TC-103 
2048  pixel,  linear  CCD  are  described.  Unlike  previous  work 
conducted  in  this  field  [20-22],  spatial  correlation  or 
cluster  analysis  was  conducted  to  yield  pulse-height 
distributions,  enabling  evaluation  of  device  performance 
that  would  otherwise  be  difficult  or  impossible  to 
accomplish.  Spatial  correlation  techniques  are  also  shown 
to  considerably  improve  the  energy  resolution  of  the  CCD 
beyond  that  obtained  by  simple  pulse-height  analysis,  for 
charged  particle  spectroscopic  applications. 

The  TC-103  CCD  was  selected  for  this  study  for  several 
reasons.  The  TC-103  is  a  representative  device  from  a 
family  of  one  and  two-dimensional  CCD  arrays,  based  on 
buried  n-channel,  virtual  phase  (VP)  technology  [24,  25]. 

The  VP  technology  has  been  demonstrated  to  be  relatively 
radiation  hard  [3],  compared  to  typical  CCD  technologies. 
Because  of  the  rad-hardness,  simplified  operation  and 
reliability  of  the  VP  technology,  TI  devices  have  been 
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selected  for  use  in  several  space  missions.  The  TI  TC-104 
linear  array  (similar  to  the  TC-103,  but  with  3456  pixels) 
has  been  flown  in  the  MEOSS  (Monocular  Optoelectronic 
Multispectral  Scanner)  camera  [23].  A  TI  800x800  pixel  VP 
CCD  was  flown  in  the  planetary  imager  for  the  1985  Galileo 
spacecraft  mission  [26].  Non-TI  versions  of  buried  n- 
channel,  linear  CCDs  have  been  flown  on  numerous  other 
missions  including  the  GIOTTO  HMC  [27]  (Halley  Multicolor 
Camera)  and  the  SPOT  [28]  satellite. 

2.0  DESCRIPTION  AND  OPERATION  OF  THE  TC-103  VIRTUAL  PHASE 

LINEAR  CCD 

A  functional  block  diagram  of  the  Texas  Instrument  TC- 
103  linear  CCD  is  shown  in  Figure  1.  The  TC-103 
incorporates  virtual-phase  MOS  technology  [24,  25],  which 
requires  less  complex  drive  electronics  than  other 
traditionally  designed  CCDs,  because  of  its  simplified 
clocking  requirements.  This  feature  will  be  described  in 
more  detail  following  a  general  summary  of  the  device's 
features  and  operation. 

The  linear  array  of  sensor  elements  (pixels  or  photo¬ 
sites)  consists  of  2048  photosensitive  areas.  Each  pixel 
measures  12.7  microns  square,  with  approximately 
12.7  microns  between  centres.  Electron-hole  pairs  are 
generated  by  interaction  of  incident  ions  (or  any  other 
radiation  with  sufficient  energy  to  create  an  electron-hole 
pair)  in  the  single-crystal  silicon.  The  electrons  are 
subsequently  collected  in  the  sensor  element (s)  and  the 
holes  are  swept  into  the  substrate.  The  amount  of  charge 
accumulated  in  each  pixel  is  a  function  of  the  incident  ion 
flux,  ion  energy  and  exposure  time. 

The  transfer  gates,  which  are  adjacent  to  the  linear 


3 


array  of  photo-sites,  are  used  to  transfer  the  charge 
packets  accumulated  in  the  photo-sites  to  the  CCD  analog 
shift  registers.  There  are  two  transport  CCD  shift 
registers  on  each  side  of  the  linear  array  of  photo-sites, 
outside  of  the  transfer  gate.  Alternate  charge  packets  are 
transferred  to  the  CCD  shift  registers  and  then  are 
transported  serially  to  the  output  amplifier.  Thus,  the 
even  and  odd  numbered  pixels  are  transported  in  opposing  CCD 
shift  registers.  The  TC-103  has  been  physically  and 
electrically  designed  to  provide  for  alternate  delivery  of 
pixel  charge  packets  to  the  output  amplifier  to  re-establish 
the  original  sequence  of  linear  image  data.  The  output 
amplifier  voltage  varies  linearly  in  response  to  the  amount 
of  signal  charge  delivered  to  it  by  each  pixel.  The  maximum 
signal  voltage  corresponding  to  the  white  reference  level  is 
approximately  1  volt  peak-to-peak. 

Eight  additional  sensor  elements,  four  at  each  end  of 
the  sensor  array,  are  covered  by  opaque  metallization. 

These  elements  provide  a  black  reference  signal, 
corresponding  to  zero  accumulated  charge.  The  black 
reference  pixel  information  is  output  near  the  beginning  and 
end  of  each  transfer  of  linear  array  data  from  the  CCD. 
Similarly,  two  pixels  carry  white  or  saturated  reference 
level  information  in  the  output  signal.  These  reference 
signals  are  output  near  the  end  of  the  output  data  sequence 
and  are  useful  as  inputs  for  external  circuitry  to  provide 
d.c.  restoration  and  automatic  exposure  control.  Also 
included  in  the  output  train  of  analog  signal  levels  are 
isolation  pixel  data  levels,  which  do  not  contain  meaningful 
information.  A  total  of  2081  pixels  are  read  out  on  each 
transfer  of  data  from  the  CCD,  but  only  2048  pixels  contain 
actual  image  data.  The  actual  analog  data  pulse-train  is 
illustrated  in  Figure  2. 
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A  vertical  cross-section  of  the  TC-103  for  two  adjacent 
"pixels"  is  shown  in  Figure  3  with  the  mechanism  for  charge 
transfer  illustrated  in  Figure  4.  The  VP  CCD  is  a  variation 
of  the  conventional  buried-channel  CCD.  One  layer  of 
polysilicon  gates  are  replaced  with  a  heavily  doped  p-region 
near  the  silicon  surface,  which  is  known  as  a  virtual 
electrode.  A  virtual  barrier  (VB)  and  well  (VW)  are  created 
under  the  polysilicon  gate  by  controlled  doping  of  n-type 
implants.  The  electric  field  distributions  in  the  virtual 
regions  are  independent  of  gate  bias.  The  clocked  electrode 
is  fabricated  similarly  to  a  conventional  two-phase  CCD.  A 
shallow,  n-type  implant  under  the  clocked  electrode  forms  a 
clocked  well  (CW)  region  and  the  remaining  region  of  the 
clocked  electrode  forms  the  clocked  barrier  (CB) .  The 
electric  field  in  the  clocked  regions  can  be  controlled  by 
manipulating  the  bias  applied  to  the  gate  electrodes. 

The  combination  of  the  clocked  barrier/well  and  virtual 
barrier/well  form  the  elementary  structure  of  the  CCD. 

During  exposure,  electrons  accumulate  in  the  potential  wells 
due  to 'particle  events.  After  the  exposure  period  has 
ended,  the  clocked  electrodes  transfer  the  charge  by  moving 
their  corresponding  potential  wells  above  and  below  the 
levels  of  the  virtual  electrodes'  barriers  and  wells.  This 
is  achieved  by  alternately  clocking  the  gate  potential 
from  -15  volts  to  +4  volts.  By  repeating  this  process,  the 
charge  packets  can  initially  be  moved  into  the  CCD  transport 
channel  from  the  photo-sites  and  then  down  the  transport 
CCDs.  The  charge-transfer  efficiency  (CTE)  of  this  device, 
which  is  the  fraction  of  charge  transferred  from  one  well  to 
the  next,  is  approximately  0.99997  [23],  for  both  the  even 
and  odd  transport  CCDs. 

VP  technology  has  resulted  in  improvements  in  device 
yields  and  performance  over  other  CCD  designs.  The 
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elimination  of  one  polysilicon  gate  results  in  higher  device 
yields  that  are  more  efficient  in  front-side  illumination, 
since  less  incident  energy  is  absorbed  by  gate-electrode 
structures.  Total  dose  effects  (i.e.  charge  build-up  in  the 
Si-Si02  interface)  can  cause  an  offset  in  clock  voltages  and 
an  increase  in  signal  dark  current.  Through  the 
simplification  of  the  CCD  gate  clocking  structure  and  since 
the  charge  transport  occurs  in  a  buried  channel  physically 
separated  from  the  Si-Si02  interface,  the  VP  CCD  is  more 
resistant  to  total  dose-induced  changes  in  device 
performance,  such  as  decreased  CTE  and  increased  dark 
current . 

3.0  EXPERIMENTAL  SYSTEM 


The  commercially  available  TC-103  CCD  was  supplied  with 
a  glass  window  that  was  glued  to  the  ceramic  IC  package. 
After  some  trial  and  error,  it  was  found  that  the  windows 
could  be  removed  after  heating  the  CCD  to  a  temperature  of 
180-200  degrees  Celsius  for  10  minutes  and  prying  the  window 
off  with  a  razor  blade  cutting  tool.  The  CCDs  were 
electrically  tested  after  this  procedure  to  ensure  that  the 
devices  used  for  the  experimental  work  were  operational  and 
within  manufacturer's  specifications. 

A  block  diagram  of  the  experimental  apparatus  is  shown 
in  Figure  5.  It  was  desirable  to  use  the  DREO  Van  de  Graaff 
Accelerator  as  a  source  of  variable  energy  ions  (i.e. 
protons  and/or  alpha  particles)  for  this  work,  but  was 
unavailable  due  to  a  shutdown  for  major  equipment 
modifications.  Furthermore,  since  the  DREO  Van  de  Graaff  is 
limited  to  a  1-3  MeV  energy  range  for  single-charge  positive 
ions,  it  was  decided  to  use  a  higher  energy  monoenergetic 
alpha  particle  source  mounted  in  a  vacuum  chamber  instead. 
The  energy  of  the  alpha  particles  incident  on  the  CCD  could 
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then  be  controlled  via  the  insertion  of  energy  attenuating 
foils  between  the  source  and  CCD  or  by  the  control  of  the 
degree  of  vacuum  in  the  chamber.  The  energy-attenuation 
technique,  however,  has  the  undesirable  effect  of  producing 
increased  broadening  of  the  energy  spectrum  of  the  alpha 
particles  incident  on  the  CCD.  The  greater  the  attenuation 
of  the  primary  alpha  particle  energy,  the  larger  the 
variation  in  the  mean  transmitted  energy,  due  to  the 
statistical  variation  in  path  length. 

A  bare  5.55  kBq  241Am  (Amersham  no.  AMR.  13)  source, 
emitting  5.48  MeV  alpha  particles  was  selected  for  use  in 
this  work.  The  source  consisted  of  a  very  thin  layer  of 
241Am  electro-deposited  onto  the  central  7  mm  diameter  of  a 
25  mm  diameter  (0.5  mm  thick)  stainless  steel  disk.  The 
energy  degradation  of  the  5.48  MeV  alpha  particle  emission, 
due  to  sample  self -absorption,  was  certified  by  the 
manufacturer  to  be  less  than  20  keV,  full-width  at  half¬ 
maximum  (FWHM) .  The  low  activity  of  the  alpha  particle 
calibration  source  used  in  this  work  was  of  extreme 
importance  to  the  experimental  results.  A  small  particle 
fluence  was  necessary  to  ensure  that  the  soft  error  rates 
were  also  very  low.  This  enabled  the  study  of  soft  errors 
in  isolation,  i.e.  in  the  absence  of  multiple  alpha  particle 
effects.  The  outcome  of  the  experimental  work  would  have 
been  drastically  different  had  a  high  flux  source  been 
utilized,  such  as  has  been  used  in  other's  work  [21]. 

A  commercial  8  bit,  25  MHz  (maximum)  sampling  rate,  PC- 
based  flash  analog-to-digital  converter  (ADC)  was  used  to 
digitize  the  pixel  data  from  the  CCD.  External  circuitry 
was  required  to  provide  synchronization  between  the  CCD  and 
ADC  clock  signals  as  well  as  to  synchronize  data  acquisition 
with  the  start  of  each  transfer  of  data  from  the  CCD.  Since 
the  CCD  signal  range  was  between  7  and  8  volts  d.c.,  a 
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200  MHz  d.c.  coupled  amplifier  was  used  to  adjust  the  signal 
level  to  the  0-1V  input  range  of  the  ADC  and  to  provide  a 
small  signal  gain  (1  to  5)  if  required. 

The  CCD  pixel  data  transfer  rate  used  was  700  kHz  and 
the  exposure  duration  was  10  ms.  Longer  exposures  could 
have  been  used,  but  at  the  expense  of  a  larger  dark  current, 
due  to  thermally  generated  carriers  in  the  CCD.  The  data 
transfer  rate  was  controlled  by  the  signal  RCK  and  the 
exposure  duration  was  controlled  by  XCK  (see  Figures  2  and 
5)  After  a  single  frame  of  information  was  acquired  by  the 
ADC  (i.e.  2048  image  pixels  and  reference  pixels),  the  data 
was  transferred  from  the  ADC's  buffer  to  the  PC's  memory  by 
direct  memory  access  (DMA) ,  for  maximum  transfer  speed.  The 
data  acquisition  system  and  software  used  for  these 
experiments,  as  well  as  CCD  clocking  frequencies,  limited 
the  data  acquisition  live-time  to  approximately  8-10%. 

A  digital  discriminator  level  was  set  via  software  to 
select  valid  particle/pixel  events.  The  discriminator  level 
was  adjusted  to  provide  minimum  false  event  triggering  due 
to  CCD  and  electronic  system  noise.  When  a  valid  event  was 
detected,  the  run  number  (i.e.  how  many  "frames''  of 
2048+reference  level  pixels  have  been  read) ,  pixel  number 
and  corresponding  pulse-height  data  were  recorded  on  the 
PC's  hard  disk.  Also  recorded  were  data  for  several  pixels 
on  either  side  of  the  hit  pixel,  even  if  their  corresponding 
pulse-heights  were  below  threshold.  The  pulse-height  for 
the  two  white  reference  pixels  and  four  black  reference 
pixels  were  also  stored  for  frames  of  data  that  had  one  or 
more  valid  events.  The  reference  pixel  data  was  stored  to 
provide  an  off-line  method  of  providing  accurate  d.c. 
restoration  of  the  pixel  pulse-heights  and  to  monitor  the 
dynamic  range  (e.g.  signal  gain)  of  signal  pulse-height. 


8 


The  CCD  was  operated  at  room  temperature,  in  total 
darkness,  in  a  vacuum  chamber  with  an  absolute  pressure  less 
than  0.1  mm  Hg.  The  CCD-source  geometry  and  distance  could 
be  easily  varied  in  a  reproducible  manner.  The  CCD  was 
subjected  to  alpha  particles  over  the  entire  die  of  the 
device  and  over  the  central  10%  of  the  array  by  the  use  of  a 
removable  metal  shield  with  a  small  slit  in  it.  The  127  /zm 
thick  tin  shield  was  impenetrable  by  5.48  MeV  alpha 
particles  (range=18  /zm,  calculated  using  TRIM) . 

4.0  EXPERIMENTAL  RESULTS 

4.1  ALPHA  PARTICLE  IRRADIATION  OF  THE  ENTIRE  CCD  ARRAY 

The  TC-103  CCD  was  found  to  be  very  sensitive  to  the 
5.48  MeV  alpha  particles  and  produced  a  signal  with  a 
substantial  signal-to-noise-ratio  (SNR) ,  clearly 
distinguishable  from  background  noise.  No  reduction  in  the 
amount  of  vacuum,  to  attempt  to  increase  the  dE/dx  of  the 
alpha  particles  as  they  traverse  the  sensitive  charge 
collection  volumes  within  the  CCD,  was  required  to  produce  a 
detectable  signal.  Since  Texas  Instruments  would  not  supply 
information  regarding  the  depth  and  width  of  the  charge 
collection  region,  varying  the  vacuum  was  to  be  an  alternate 
approach  to  increase  the  dE/dx  of  the  alpha  particles  in  the 
device,  if  a  poor  SNR  was  obtained.  Typical  output 
waveforms  for  various  types  of  single  alpha  particle  pixel 
hits  are  shown  in  Figure  6. 

A  typical  alpha  particle  energy  spectrum  was  obtained 
from  the  CCD  (Figure  7)  by  methods  similar  to  those  used  in 
previous  investigations  by  others  [21,  22].  The  duration  of 
the  experimental  run  was  89.2  hours  and  during  this  time 
interval,  2,570,022  frames  of  CCD  data  were  digitized.  Any 
pixel  in  the  CCD  array  that  produced  an  output  signal  that 
was  above  the  digital  discrimination  level  was  treated  as  a 
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valid  isolated  single-event  and  the  pulse-height  was 
accordingly  scored. 

The  data  consists  of  a  single  poorly  resolved  peak 
(approximately  channel  number  120) ,  corresponding  to  the 
most-probable  maximum  energy  imparted  by  the  5.48  Mev  alpha 
particles.  The  ’’background"  rapidly  increases  from  the  peak 
to  lower  channels.  The  digital  discriminator  level  was  set 
to  channel  40,  therefore,  no  counts  were  recorded  below 
this.  The  average  black  and  white  reference  pixel  pulse- 
heights  for  the  entire  run  were  17  and  176,  respectively 
(1  channel=3.92  mV).  In  previous  work  [21,  22],  it  was 
assumed  that  the  energy  spectra  obtained  were  from  single 
pixel  alpha  particle  hits,  i.e.  a  single  alpha  particle 
traverses  the  sensitive  volume  of  a  single  photo-site. 

In  this  work,  more  detailed  analysis  could  be  performed 
(at  a  later  time)  because,  as  previously  mentioned,  data 
regarding  each  pixel  hit  and  other  bookkeeping  information 
was  sequentially  stored  to  disk.  Before  presenting  the 
results  of  further  analysis,  definition  of  different  types 
of  pixel  hits  are  required.  The  methodology  for 
classification  of  different  types  of  pixel  hits  is 
summarized  in  Table  1.  Pixel  hits  (denoted  by  '*')  detected 
during  the  sequential  read-out  of  a  single  frame  of  CCD  data 
are  classified  and  sorted  according  to  the  linear  sequence 
of  pixel  hits  and  background  (denoted  by  'b')  pixels 
encountered. 

It  should  be  noted  that  multiple  alpha  particle  hit 
sequences  are  not  included  in  Table  1  because  of  the 
extremely  small  probability  of  occurrence.  At  a  typical 
source-CCD  distance  of  5  cm,  with  the  source  directly  above 
the  middle  of  the  linear  CCD  array,  the  flux  of  alpha 
particles  (assuming  a  point  source)  from  the  241Am  source 
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PIXEL  SEQUENCE 


HIT  DESIGNATION 


b-b-*-b-b 
b-b-*-*-b-b 
b-b-*-b-*-b-b 
b-b-*-*-*-b-b-b 
b— b— *— *—*—*— b— b 
etc. 


single  pixel  hit 
single  adjacent  pixel  hit 
single  transport  CCD  hit 
single  triple  pixel  hit 
single  quadruple  pixel  hit 
etc. 


Table  1.  Classification  of  the  type  of  pixel  hit  by  output 
pixel  sequences  from  CCD.  These  event  sequences  are  caused 
by  a  single  alpha  particle  interaction  in  the  CCD. 

would  be  17.7  s_1cm“2  in  the  middle  of  the  array  (decreasing 
to  16.6  s^cm-2  at  opposite  ends  of  the  array).  The  pixel 
size  was  12.7  microns  on  each  side  (square),  therefore,  the 
alpha  particle  flux  per  pixel  was  2 . 85xl0“5s-1  in  the  centre 
of  the  array.  Over  a  10  ms  exposure  period,  the  probability 
for  a  single  pixel  hit,  assuming  100%  detection  efficiency, 
was  2.85xl0”7. 


Since  the  statistics  of  alpha  particle  emission 
(radioactive  decay)  is  governed  by  Poisson  statistics,  the 
probability  for  emission  of  two  alpha  particles  from  the 
241Am  source  within  the  10  ms  exposure  period  can  be 
determined.  The  probability  of  observing  n  counts  in  the 
time  interval  t  when  the  average  counting  rate  is  r 
(observed  over  a  long  time  interval) ,  is  given  by 
Pn»( (rt)n/n! )exp(-rt) .  The  probability  of  emission  for  n=2 
alpha  particles  within  the  10  ms  exposure  time,  for  a  rate 
r*5.55  kBq=5.55xl03s_1  is,  therefore,  P2=l. 21xl0-21.  It  is 
readily  apparent  that,  after  taking  into  account  the  solid 
angle,  the  probability  for  two  separate  alpha  interactions 
in  two  pixels  during  a  single  10  ms  exposure  is  highly 
improbable  (P<9. 83xl0”35) . 

Figure  8  shows  only  the  single  isolated  single  pixel 
hits  from  the  previous  data.  A  significant  improvement  in 
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resolution  is  observed,  with  a  corresponding  decrease  in  the 
integral  number  of  particle  events. 

Figure  9  shows  an  energy  spectrum  of  single  pixel  hits 
for  which  the  pixel  pulse-heights  have  been  d.c.  restored 
(to  zero  d.c.  bias)  and  partially  corrected  for  charge 
transfer  inefficiency  (CTI=1-CTE) .  Finite  time  interval 
averages  (e.g.  500  consecutive  frames  of  CCD)  of  the  black 
reference  pixels  were  subtracted  from  the  corresponding 
pulse-height  data  to  obtain  zero  d.c.  bias  corrected  pulse- 
height  data.  The  difference  between  time-averaged  white  and 
black  reference  pixel  data  was  used  to  monitor  the 
electronic  system's  gain.  Since  the  CTE  is  slightly  less 
than  unity  in  CCDs,  some  charge  leaks  from  one  pixel  to 
another  during  transfer  and  show  up  as  low  level  (below  the 
discriminator  level  but  above  the  black  reference  level) 
"noise".  The  single  hit  data  was  corrected  for  CTI  by 
addition  of  the  pulse-height  of  the  single  "background" 
pixel  immediately  following  it.  This  procedure  resulted  in 
a  significant  improvement  in  energy  resolution. 

The  single  hit  pulse-height  data  has  been  separated 
into  even  and  odd  pixels  data  in  Figure  9.  A  slight 
difference  in  pulse-height  spectra  for  even  and  odd  pixels 
was  observed  during  short  duration  experiments  (<8  hrs) . 

This  difference  is  attributed  to  slight  physical  and 
electrical  differences  between  the  even  and  odd  transport 
CCDs,  which  is  consistent  with  the  manufacturer's  data  sheet 
specification  of  a  maximum  "alternate  register  imbalance"  of 
10  mV.  In  experiments  of  longer  duration,  the  odd/even 
pixel  imbalance  was  masked  due  to  temperature-induced  gain 
shifts  in  the  CCD  and  amplifier  electronics.  The 
electronics  system  was  operated  at  ambient  temperature  which 
fluctuated  by  as  much  as  10  degrees  Celsius  during  a  24  hour 
period.  In  this  work,  the  register  imbalance  was  measured 
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using  an  oscilloscope,  to  observe  the  differences  in  signal 
level  between  even  and  odd  reference  pixel  levels.  For  the 
data  presented  in  Figure  9,  the  difference  in  the  average 
black  reference  pixels  for  even  and  odd  pixels  was  typically 
9.5  mV.  The  difference  in  the  white  reference  pixels  for 
even  and  odd  numbered  pixels  was  typically  10. 0  mV.  It 
should  be  noted  that  this  measurement  was  performed  on  only 
1  CCD.  Other  TC-103  devices  may  exhibit  different  (i.e. 
possibly  better)  performance. 

The  spatial  distribution  of  single  pixel  alpha  particle 
hits  over  the  entire  (1  inch  long)  linear  array  is  shown  in 
Figure  10.  This  data  is  for  the  same  pulse-height  data 
presented  in  Figure  9.  As  expected,  the  middle  of  the  array 
recorded  the  greatest  number  of  hits  per  channel  due  to  the 
smallest  source-detector  distance.  Since  the  ends  of  the 
arrays  are  further  away  from  the  source  the  alpha  particle 
flux  is  reduced  according  to  the  inverse-square  law.  The 
alpha  particles  strike  the  CCDs  surface  at  increasing  angles 
of  incidence  toward  the  ends  of  the  arrays  and,  therefore, 
the  effective  surface  area  of  the  target  decreases. 

Analysis  could  not  be  performed  to  fully  quantify  this 
effect  as  the  required  device  data,  such  as  depletion  depth 
and  width,  could  not  be  obtained  from  the  manufacturer. 

The  pulse-height  distribution  for  adjacent  pixel  hits 
that  has  been  d.c.  offset  corrected  and  partially  corrected 
for  CTI  is  shown  in  Figure  11.  Separate  pulse-height 
distributions  for  even  and  odd  pixels  are  also  included.  A 
broader  distribution  in  pulse-height  than  that  for  single 
pixel  hits  was  observed  and  can  be  qualitatively  explained 
in  terms  of  the  statistical  nature  of  the  energy  deposition 
and  charge  creation/collection  process.  What  is  of  note, 
however,  is  that  the  mode  of  the  distribution  occurs 
approximately  at  the  same  location  as  that  for  single  pixel 
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hits.  Although  it  is  not  conclusive  proof,  it  is  a  good 
indication  that  the  energy  deposition  and  charge  collection 
occurred  under  the  same  conditions,  e.g.  in  the  same 
thickness,  type  and  depth  of  material,  as  for  the  single 
pixel  hits. 

The  pulse-height  distribution  for  transport  CCD  pixel 
hits  that  has  been  d.c.  offset  corrected  and  partially 
corrected  for  CTI  is  shown  in  Figure  12.  Separate  pulse- 
height  distributions  for  even  and  odd  pixels  are  also 
included.  The  mode  of  the  pulse-height  distribution  occurs 
at  a  higher  channel  number  than  that  for  single  pixel  and 
adjacent  pixel  hits.  This  and  other  arguments,  to  be 
presented,  support  the  observation  that  these  events  are  due 
to  single  alpha  particle  hits  on  the  transport  CCDs  and  not 
on  the  photo-sites.  There  is  no  reasonable  argument  that  a 
single  alpha  particle  could  cause  a  large  signal  level  in 
two  pixels  separated  by  a  "background"  pixel  in  the  linear 
photo-site  array.  Statistical  arguments  presented  have 
indicated  that  it  is  very  improbable  that  multiple  particles 
caused  these  events,  especially  when  the  relative  frequency 
of  events  presented  in  Table  2  are  considered. 


TYPE  OF  PIXEL  EVENT  NUMBER  OF  EVENTS  PERCENT  OF  TOTAL 


single  pixel  hits 

67,675 

EVENTS 

66.7 

transport  CCD  pixel  hits 

20,837 

20.5 

adjacent  pixel  hits 

12,884 

12.7 

other  pixel  hits 

103 

0.1 

TOTAL  NUMBER  OF  EVENTS 

101,499 

100.0 

Table  2.  Relative  occurrence  of  single,  adjacent,  transport 
CCD  and  "other"  types  of  pixel  hits  for  data  presented  in 
Figures  9  through  13. 
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From  Table  2,  pixel  hits  in  the  transport  CCDs  represented 
20.5%  of  the  total  number  of  pixel  events  detected.  As  has 
already  been  demonstrated,  the  probability  of  these  events 
occurring  due  to  multiple  alpha  particle  hits  in  the  linear 
array  of  photo-sites  is  extremely  small.  [If  the  area, 
depletion  width  etc.  of  the  transfer  wells  and  photo-sites 
was  known,  the  relative  number  of  expected  hits  for  single, 
transport  CCD  and  adjacent  pixel  hits  could  be  analytically 
determined] .  The  only  physical  location  in  the  CCD  where 
charge  packet  numbers  'n'  and  'n+2*  come  into  close 
proximity,  i.e.  when  they  are  physically  adjacent  to  each 
other,  is  in  the  transport  CCDs.  During  a  10  ms  exposure 
interval,  the  transport  CCDs  contain  valid  pixel  data  that 
is  being  shifted  towards  the  charge  sensitive  amplifier  for 
approximately  3  ms  (2081  pixels  are  transferred  at  a  700  kHz 
pixel  transfer  clock  rate) .  In  the  other  7  ms,  it  is  not 
known  from  TI's  data  sheets  if  the  transport  CCDs  are 
clocked  or  static,  although  several  physical  arguments 
support  reasoning  for  continuously  clocked  transport  CCDs. 
The  uniform  spatial  distribution  of  transport  CCD  pixel  hits 
(Figure  13)  suggests  that  the  transport  CCDs  are  clocked. 
With  the  exposure  duration  and  pixel  transfer  rates  used  in 
this  work,  the  transport  CCDs  would  have  to  be  continuously 
clocked  to  achieve  the  uniform  distribution  shown  in 
Figure  13.  The  results  of  the  next  section,  in  which  the 
CCD  was  masked  except  for  a  narrow  slit  in  the  middle  of  the 
array,  will  conclusively  verify  the  occurrence  of  transport 
CCD  pixel  hits  and  the  continuously  clocked  transport  CCDs. 

From  Table  2,  the  total  number  of  events  was  101,499, 
which  implies  that  the  same  number  of  alpha  particles  hit 
SEU-sensitive  regions  of  the  CCD.  From  the  pulse-height 
spectrum  for  the  unprocessed  data  of  Figure  7,  the  integral 
counts  indicate  that  a  total  of  138,022  alpha  particles  were 
incident  on  the  array.  The  latter  value,  if  used  to  infer 
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SEU  sensitivity  of  the  photo-sites  or  detector  efficiency, 
leads  to  erroneous  conclusions. 

4.2  SINGLE  SLIT  EXPERIMENT 

Since  only  approximately  the  central  10%  of  the  linear 
CCD  array  was  exposed  to  alpha  particles,  the  source-CCD 
distance  was  reduced  to  approximately  0.5  cm  to  achieve 
higher  count  rates.  This  significantly  increased  the  solid 
angle  between  the  source  and  CCD  compared  to  the  previous 
experiment.  Thus,  broadening  of  the  alpha  particle  energy 
distribution  might  be  expected,  due  to  a  potentially  greater 
variation  of  alpha  particle  path  lengths.  The  pulse-height 
distribution  for  single  pixel  hits,  (Figure  14)  supports 
this  assumption.  If  the  alpha  particle  completely  traverses 
the  "charge  collection  volume"  of  a  pixel,  then  the  alpha 
particle's  path  length  would  vary  as  sec(0)  where  0  is  the 
angle  of  incidence  with  the  CCD's  surface.  If  the  pixel  is 
not  saturated  by  the  traversal  of  an  ion  then  geometry 
effects  could  result  in  a  larger  pulse-height.  The  pulse- 
height  distribution  of  Figure  14  reflects  this  phenomena 
when  compared  to  the  distribution  of  Figure  9,  where  the 
solid  angle  was  much  smaller.  In  Figure  14,  a  portion  of 
the  spectrum  has  been  redistributed  to  higher  pulse-height. 

The  spatial  distribution  of  single  hits,  adjacent  hits 
and  transport  CCD  pixel  hits,  for  the  single  slit 
experiment,  are  shown  in  Figures  15  through  17, 
respectively.  The  single  hit  spatial  distribution  shows  a 
peak  in  the  middle  of  the  array  corresponding  to  the  slit 
opening,  but  also  shows  a  relatively  uniform  "background" 
extending  throughout  the  remainder  of  the  array.  It  is 
impossible  for  the  alpha  particles  to  penetrate  the  tin 
shield,  since  the  range  of  the  alpha  particles  are  much  less 
than  the  thickness  of  tin  used.  To  test  the  hypothesis  that 
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the  59.5  keV  x-ray  that  is  also  emitted  during  the 
radioactive  decay  of  241Am  was  not  the  cause  of  the  pixel 
hits,  the  following  simple  experiment  was  performed. 

The  source-CCD  distance  was  set  at  5  cm,  the  slit  was 
removed  to  optimize  detection  efficiency  and  the  vacuum 
chamber  was  operated  at  atmospheric  pressure.  In  5  cm  of 
air  at  760  mm  Hg  (1  atmosphere),  the  range  of  5.48  MeV  alpha 
particles  was  calculated  (using  TRIM)  to  be  4.22  cm  with 
0.17  cm  straggle.  Therefore,  the  CCD  was  adequately  beyond 
the  range  of  the  alpha  particles.  However,  the  59.5  keV 
x-ray  can  penetrate  5  cm  of  air  with  little  attenuation 
(jia/p=*.0188  g  cm-2  for  60  keV  photons  [29])  and  interact 
with  the  CCD.  No  events  above  the  discriminator  level  were 
detected.  This  verifies  the  hypothesis  that  the  59.5  keV 
x-rays  were  not  responsible  for  the  pixel  hits.  For 
interest  sake,  this  was  repeated  for  a  1  /xCi  60Co  source 
(1.25  MeV  average  gamma-ray  energy).  Again,  no  events  above 
the  discriminator  level  were  detected. 

The  probable  explanation  for  the  background  events 
observed  in  Figure  15  is  that  the  events  were  caused  by 
single  pixel  hits  in  the  transport  CCDs.  From  the  graph  of 
spatial  distribution  of  adjacent  pixel  hits  (Figure  16) ,  it 
can  be  seen  that  no  adjacent  pixel  hits  occurred  outside  of 
the  slit  region.  By  definition,  an  adjacent  even  and  an  odd 
pixel  have  to  be  hit  in  order  to  be  categorized  as  an 
adjacent  pixel  hit.  It  is  impossible  for  this  to  occur  in 
the  transport  CCDs,  since  even  and  odd  numbered  pixels  are 
never  in  the  same  transport  CCD. 

The  spatial  distribution  of  pixel  events  for  the 
transport  CCDs  (Figure  17)  also  confirmed  that  soft  errors 
were  introduced  via  the  transport  CCDs.  An  uniform 
distribution  of  events  with  respect  to  pixel  number  implies 
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that  the  transport  CCD  channel  hits  occurred  as  the  empty 
transport  CCD  "pixels"  were  scanned  through  the  slit.  The 
uniform  distribution  of  events  also  indicated  that  the 
transport  CCDs  were  continuously  clocked.  Without  clocking 
the  transport  CCDs,  pixels  corresponding  to  the  vicinity  of 
the  slit  opening  would  exhibit  a  higher  percentage  of  the 
total  number  of  events  measured.  A  uniform  background  of 
events  would  appear  for  pixel  numbers  that  are  grater  than 
that  for  the  slit  opening  region,  since  these  pixels  would 
be  transported  past  the  slit  opening,  at  a  uniform  rate. 

It  is  interesting  to  note  that  transport  CCD  pixel 
"hits"  are  not  introduced  by  optical  (i.e.  visible) 
radiation  in  more  traditional  applications  of  CCDs.  This  is 
most  likely  due  to  the  transport  CCDs  being  covered  by 
metallization  to  make  them  opaque  to  eV  range  photons, 
although  we  have  substantiated  this.  The  5.48  MeV  alpha 
particles  are  capable  of  penetrating  A1  metallization  of 
several  microns  without  significant  energy  loss. 


5.0  CONCLUSIONS 

The  mechanisms  for  generation  of  single-event  upsets 
were  studied  in  the  TC-103  linear  array  CCD.  A  new 
mechanism  for  the  induction  of  SEUs  in  this  CCD  -  alpha 
particle  hits  in  the  transport  CCDs,  has  been  experimentally 
demonstrated.  This  phenomena  may  have  deleterious 
consequences  for  applications  employing  CCDs  as  position- 
sensitive  ionizing  radiation  detectors  because  of  the 
possibility  oi  having  soft  errors  or  data  artifacts 
introduced  into  spatial  domain  data.  CCD  detectors  are 
currently  being  designed  and  employed  for  detection  of 
ionizing  radiation  ranging  from  low  energy  x-rays  to  high 
energy  particles  produced  via  nuclear  reactions.  The 
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integrity  of  spatial  and  energy  information  is  usually  of 
paramount  importance.  In  these  applications,  low  flux 
sources  should  be  used  to  characterize  the  CCD  in  a  similar 
fashion  to  the  procedure  used  in  this  work,  in  order  to 
evaluate  the  suitability  of  a  particular  CCD. 

In  order  to  improve  the  live-time  performance  of  our 
data  acquisition  system,  a  dedicated  microprocessor-based 
ADC  and  control  system  is  required.  The  system  should  be 
able  to  perform  spatial  correlation  of  pixel  data  ("cluster" 
analysis)  in  real-time.  Such  a  system  is  being  designed  and 
built  for  future  experimental  work  to  be  conducted  at  DREO. 
It  is  also  desirable  to  extend  this  work  to  2-dimensional 
arrays  and  to  investigate  other  CCD  architectures. 

Spatial  correlation  or  cluster  analysis  techniques  used 
in  analyzing  single-event  induced  pulse-height  data  are 
essential  to  characterize  mechanisms  of  SEU  error  generation 
in  CCDs  and  other  matrix-type  devices  (such  as  digital 
memory  devices)  that  are  susceptible  to  SEUs.  A  variety  of 
different  types  of  single-event  phenomena  have  been 
demonstrated  in  the  TC-103  CCD.  The  indiscriminate  use  of 
raw  pulse-height  data  can  lead  to  errors  in  the  estimate  of 
SEU  sensitivity  of  integrated  circuit  designs,  if  soft 
errors  are  attributed  to  the  wrong  circuit  components. 

The  techniques  used  in  this  work  for  the  experimental 
evaluation  of  CCDs  can  also  lead  to  a  greater  understanding 
of  the  physics  and  operation  of  these  devices. 
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Figure  3.  A  vertical  cross-section  of  the  TC-103  CCD  in  the 
vicinity  of  two  adjacent  pixels.  The  clocked  and  virtual 
well/barrier  regions  are  indicated  for  one  pixel. 
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Figure  4.  Illustration  of  the  mechanism  used  to  linearly 
transfer  charge  in  the  TC-103  virtual  phase  CCD.  The 
voltage  potential  profile  (0)  in  the  virtual  barrier /well 
regions  is  not  influenced  by  the  gate  potential. 
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Figure  6.  Typical  output  waveforms  from  the  TC-103  CCD, 
captured  by  a  300  MHz  digital  oscilloscope,  for  a  single 
alpha  particle  induced  a)  single  pixel  hit,  b)  hit  on  an 
adjacent  pair  of  pixels  and  c)  transport  CCD  pixel  hit.  The 
different  types  of  pixel  hits  are  explained  in  the  text. 
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Figure  7.  A  typical  "raw"  pulse-height  spectrum  obtained 
for  alpha  particle  induced  SEUs  in  the  TC-103  CCD.  No  data 
processing  (e.g.  spatial  correlation  or  "cluster  analysis") 
was  performed  on  the  raw  data.  The  integral  number  of 
events  recorded  in  the  spectrum  was  138,022. 
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Figure  8.  A  pulse-height  spectrum  of  isolated  single  pixel 
hits.  This  is  for  the  same  experimental  run  as  presented  in 
Figure  7.  The  integral  number  of  events  recorded  in  the 
spectrum  was  67,675. 
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Figure  9.  The  same  experimental  data  as  in  Figure  8,  but 
the  pulse-height  spectrum  of  single  pixel  hits  have  been 
corrected  for  d.c.  offset  and  charge  transfer  inefficiency 
(CTI) ,  resulting  in  improved  resolution  of  the  peak.  The 
pulse-height  for  even  and  odd  pixels  is  also  shown.  The 
integral  number  of  counts  recorded  in  the  spectrum  was 
67,675  (33,876  even  pixel  hits+33,779  odd  pixel  hits). 
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Figure  10.  Spatial  distribution  of  single  pixel  alpha 
particle  hits  for  the  data  presented  in  Figure  9.  The 
distribution  is  peaked  towards  the  middle  of  the  array  due 
to  differences  in  source-pixel  solid  angles.  The  ’•point" 
source  was  located  directly  above  the  linear  array,  near  the 
centre . 


CHANNEL  NUMBER 


Figure  11.  A  pulse-height  distribution  for  alpha  particle 
induced  adjacent  pixel  hits.  The  pulse-height  shown 
represents  the  sunned  pulse-height  of  each  even/ odd  pixel 
pair  that  forns  an  adjacent  pixel  hit.  The  data  is  for  the 
sane  experinental  run  as  in  previous  Figures  and  has  been 
corrected  for  d.c.  offset  and  CTI.  Even  and  odd  pixel  pulse- 
height  distributions  are  also  shown.  The  integral  nunber  of 
events  recorded  in  the  spectrun  is  12 , 884  (6,308  even  pixels 
had  the  larger  pulse-height  of  the  even/odd  pixel  pairs  and 
6,576  odd  pixel  had  the  larger  pulse-height  of  the  even/odd 
pixel  pairs) . 
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Figure  12.  A  pulse-height  distribution  for  alpha  particle 
induced  transport  CCD  pixel  hits.  The  pulse-height  shown 
represents  the  summed  pulse-height  of  each  2  pixels  (i.e. 
pixel  'n'  and  pixel  'n+21)  that  form  a  transport  CCD  pixel 
hit.  The  data  is  for  the  same  experimental  run  as  in 
previous  Figures  and  has  been  corrected  for  d.c.  offset  and 
CTI .  Even  and  odd  pixel  pulse-height  distributions  are  also 
shown.  The  integral  number  of  events  recorded  in  the 
spectrum  is  20,837  (6,308  even  pixels  had  the  larger  pulse- 
height  of  the  even/odd  pixel  pairs  and  6,576  odd  pixel  had 
the  larger  pulse-height  of  the  even/odd  pixel  pairs) . 
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Figure  13.  Spatial  distribution  of  transport  CCD  pixel  hits 
for  the  same  data  presented  in  Figure  12. 
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Figure  14.  A  pulse-height  spectrum  of  alpha  particle 
induced  single  pixel  hits  for  the  TC-103  CCD  that  has  been 
covered,  except  for  a  narrow  slit  opening  in  the  middle  of 
the  array.  The  5.48  MeV  alpha  particles  have  insufficient 
energy  to  penetrate  the  thickness  of  the  metal  shield  used. 
The  data  has  been  corrected  for  d.c.  offset  and  charge 
transfer  inefficiency  (CTI) .  The  pulse-height  for  even  and 
odd  pixels  is  also  shown. 
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Figure  15.  Spatial  distribution  of  alpha  particle  induced 
single  pixel  hits  for  the  narrow  single  slit  experiment. 
The  data  is  from  the  same  experimental  run  as  for  the  data 
presented  in  Figure  14. 
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Figure  16.  Spatial  distribution  of  alpha  particle  induced 
adjacent  pixel  hits  for  the  narrow  single  slit  experiment. 
The  data  is  from  the  same  experimental  run  as  for  the  data 
presented  in  Figure  14. 


EVENTS/BIN 


Figure  17.  Spatial  distribution  of  alpha  particle  induced 
transport  CCD  pixel  hits  for  the  narrow  single  slit 
experiment.  The  data  is  from  the  same  experimental  run  as 
for  the  data  presented  in  Figure  14. 
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